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PART III ) 


HARYANA GOVT GAZ ., DEC . 6 , 1966 (AGHN . 15 , 1888 SAKA ) 


R 


AMBALA CITY IMPROVEMENT TRUST 

Any person having any objection to the scheme 
AMBALA CITY 

may forward the same in writing so as to reach the 
Notice under Section 40(3 ) of the Punjab Town Improve - under - signed within 30 days of the 1st Publication of 
ment Act, 1922 

this notice . 
Notice is hereby given that in accordance with 
Resolution No. 440 , dated 30th September, 1966 , 

MISS M. SETHI, I.A.S., 
passed at the meeting of the Ambala City Improvement 

Chairman , 
Trust , Ambala City, held on 30th September, 1966 

Gurgaon rovement Trust, Gurgaon 
the Trust has on 31st October , 1966 applied under 17th October , 1966. 
Section 40 ( 1 ) of the Punjab Town Improvement Act, 
1922 to the State Government to accord sanction to (8-1) 
the Development and Rebuilding Scheme (Scheme THE YAMUNA NAGAR IMPROVEMENT 
No. 6 ) for an area measuring about 2.61 Acres known 

TRUST , YAMUNA NAGAR 
as Mandi Bali Ram , within the boundaries of Municipal 
Committee , Ambala City . 

Notice under Section 36 of the Punjab Town Improve 

ment Act, 1922 
JAGINDER SINGH , 

Notice is hereby given that in accordance with 
Ambala City Improvement Trust, resolution No. 13, passed at an ordinary meeting of the 
Ambala City 

Yamuna Ngar Improvement Trust, Yamuna Nagar 
Dated 4th November, 1966 . 

hela on 16 h November , 1966 , the Trust has framed a 

development scheme under Section 24 read with 
(6-1) 

Section 28 (2 ) of the Punjab Town Improvement Act 

1922 , for an area measuring approximately 2.9 acres 
AMBALA CITY IMPROVEMENT TRUST, 

comprising of Khasra No. 14 and parts of Khasras 
AMBALA CITY 

No. 12 , 13 , 15 and 16 of the revenue estate of Munda 
Notice under Section 40 (3) of the Punjab Town Improve- Majra within municipal limits , bounded as under and 
ment Act, 1922 

more particularly shown on the plan in deposit at the 

office of the Yamuna Nagar Improvement Trust, 
Notice is hereby given that in accordance with Yamuna Nagar : 
Trust Resolution No. 439 passed at the meeting of the 
Trust held on 30th September, 1966 , the Ambala City 

West.--Starting from point D on the south 
Improvement Trust, Ambala City , has applied under 

west corner of the house of Shri Ami Chand on brick 
Section 40 (1 ) of the Punjab Town Improvement Act , 

paved street and then running towards south along 
1922 to the State Government to accord sanction 
to the Street and Rehousing Scheme (Scheme No. 4) turning 25 towards east and then turning towards 

with the said paved street upto 65 approximately , 
for an area measuring about 1.4 acres for General south on the eastern side of Kacha rasta (Public Street ) 
Improvement of the road from Chowk Railway 

on the back of existing houses of Model Colony ending 
Station to Chowk near Mathra Dass Building at point ‘A ’-60 towards north from Shri Rajinder 
situated within the boundaries of Municipal Com- Pal s house. 
mittee, Ambala City . 
JAGINDER SINGH , 

South.-- From point A running straight towards 
Chairman , 

south -east upto point B . 
Ambala City Improvement Trust, 
Ámbala City . 

East. - Starting from said point B on the corner 
Dated 17th November, 1966 . 

of Brick paved street and kacha rasta and running 
13 

along kacha rasta (parallel to acquired area of 5B - IV 
( 7-1) 

scheme of this Trust) towards north upto point C 

on the western side of said katcha rasta . 
GURGAON IMPROVEMENT TRUST , 
GURGAON 

North . - Starting from the above point C and 
Notice under Section 36 of the Punjab Town Improve turning towards west 175 approximately and ending 
ment Act , 1922 

at D on the south -west corner of the house of Shri 

Ami Chand . 
Notice is hereby given that in accordance with 
Resolution No. 5 of Gurgaon Improvement Trust 

2. The details of the scheme including a state 
Gurgaon , passed on 30th September, 1966 , a Develop 

ment of the land proposed to be acquired and the 
ment Scheme for a Commercial- cum - Service Industries 
Centre under Section 24 read with Section 28(1)(2) general map of the locality comprised in the scheme 
of the Punjab Town Improvement Act, 1922 , has been 

can be inspected at the office of the Yamuna Nagar 
framed for the area measuring approximately 5 acres 

Improvement Trust , Yamuna Nagar, during the hours 
bounded as under and shown in the plan in deposit 

of 10-30 A.M. to 1-30 P.M. on any working day . 
at the office of the Trust : 

3. Any person having any objection to the scheme 
North .-- Sadar Bazar Road , 

may forward the same, in writing, so as to reach the 
East. - Kamla Nehru Park , 

undersigned within 30 days of the first publication of 

this notice . 
South . - Delhi-Alwar Road , 
West. - Police Line Farm . 

MANSA RAM KUTHIALA , 

Chairman . 
Details of the scheme and the area proposed to be Dated the 17th November, 1966 . 
acquired and general map of the locality comprised 
in the scheme can be inspected at the office of the 
Trust during office hours on any working day. 
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